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REPORTING ERRORS AND RECOMMENDING IMPROVEMENTS 
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HAND RECEIPT FOR CONTENTS OF 
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Section 1. 


1 SCOPE. This publication provides an overprinted 
DA Form 2062 (Hand Receipt) which lists the contents 
of Components of End Item (COED), Basic Issue Items 
(ВП), and Additional Authorization List (AAL) items 
related to Data Analysis Central AN/TYQ-S. 


2. GENERAL. 


d. Section II lis the overprinted DA Form 2062 
which lists the Tine item entry for System/End Item and the 
contents of COEL, ВП, and AAL extracted from TM 32- 
5895 -248-14&P. The listings consist of exactly the same 
items and are in the same sequence as those listings in 
TM 32-5895-248-14&P. 

b The overprinted DA Form 2062 will eliminate 
manual preparation of the form and will assist organizations 
in inventorying and accounting for property as required by 
AR710-2. 

Local reproduction of the overprinted DA 
Form 2062 is authorized. However, organizations shall 
comply with local policies in the reproduction of DA 
Form 2062 by office copying equipment, field printing 
plant, or duplicating plant facilities. 

Additional copies of this publication may be 
requisitioned from: 


Commander 

US Army Electronics Materiel Readiness Activity 
ATTN: SELEM-ME-E 

Vint Hill Farms Station 

Warrenton, Virginia 22186 


3. EXPLANATION OF BLOCKS AND COLUMNS (DA 
FORM 2062). Refer to chapter 2, AR 710-2. Additional 
information required to complete DA Form 2062 is listed 
below: 


INTRODUCTION 


d. Hand receipts shall identify the accounting 
requirement status of all line item entries via the descrip- 
tion column for each item: i.e., the first entry in the des- 
cription column shall be the line item's Expendability 
(EXP)/ Accounting Requirements Code (ARC), in paren- 
theses, in front of the line item name. One of the following 
codes will apply: 


(N) for Nonexpendable: Items not consumed in use, 
retaining their identity during 
use, and requiring that account- 
ability be maintained throughout 
the life of the item. 

(D) for Durable: Nonconsumable components of 

sets, kits, outfits, and assemblages; 

all tools in FSC's 5110, 5120, 

5130, 5133, 5136, 5140, 5180, 

5210, 5220 and 5280: and any 

other nonconsumable with a price 

in excess of $50.00 not already 

“№. 


Items regardless of type class- 
ification or price and which are 
consumed in use. Includes all 
class 9 repair parts. Items not 
consumed in use which cost 
$50.00 or less and not already 
“М” or “р”. 


b. | Components of End Item (СОЕТ), Basic Issue 
Items (ВП), and Additional Authorization List (AAL) items 
are authorized by appropriate MTOE, TDA, CTA, or JTA 
authorization documents. 


4. SPECIAL INFORMATION. None. 


Section Іі. HAND RECEIPT 


B HAND RECEIPT/ANNEX NO. 
For use of this form, see AR 710-2; the proponent agency 
is the office of the Deputy Chief of Staff for Logistics. 


Following last item, state in each balance column the type of action (e.g. issue, turn-in, 
inventory, etc) producing this balance, date of action, and signature. 


TO: 


Fill in the following when this form is used as Hand Receipt Annex. 
CATALOG но. ; / | ITEM DATA ANALYSIS u 
. _ bene _ TM 32-5895-248-14&P p |. CENTRAL AN/TYQ-5 
гіс 
COMPONENTS OF END ITEM (СОЕ!) 
NOT APPLICABLE 


(X) SLING ASSEMBLY (15942) (0283-2-2000-1) 


(X) SLING ASSEMBLY (15942) (0283-2-2000-2) "m E 
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5895-00-937-8530 
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ця E (15942) (0283-2-2234-1) 
IT. Total allowance for Hand Receipts, (a) Authorised per item for Hand Receipt Annexes. 
2С. Current operating allowance for Hand Receipts. (t) Total authorized for Hand Receipt Annexes. NO. OF PAGES 4 
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| HAND RECEIPT/ANNEX NO. | и TO: us 
f this form, sse AR 710-2; the proponen р 
PRA ADE _ le the office E the Deputy Chief of Statt for Logistic. mu = on _Hand Receipt File No. 
Fill in the following when this form is used as Hand Receipt Annex. 


CATALOG NO. ITEM DATA ANALYSIS 
TM 32-5895-248-14&P _ | АМ/ТУО-5 


Following last item, state in each balance column the type of action (e.g. issue, turn-in, 
inventory, etc) producing this balance, date of action, and signature. 


STOCK NO. ITEM DESCRIPTION 


ADDITIONAL AUTHORIZATION LIST (AAL) 


4120-00-973-4589 AIR CONDITIONER: 208 V, 3-phase, 50/60 Hz, 


(60532) (CE20VAL6) 


— 


= | 
N 


0-00-168-1781 | (N) AIR CONDITIONER: 208 У, 3-phase, 50/60 Hz, 
(90598) (CH 620-2) 
6115-00-935-5111 — |(N) ELECTRIC GENERATOR: DED 30 kW, 208 V, 


3-phase, 60 Hz (01411) (SF30MDC1ED) 


(X) KIT, AIR CONDITIONER MOUNTING MK-001-1/U 
(15942) (0216-1-1100) 
(N) KIT, WALKWAY — Consisting of: 


(N) WALKWAY, END (15942) (0283-1-4500-1) 


(N) WALKWAY, SIDE (15942) (0283-1-4600-1) 
(X) KIT, GROUND ROD — Comprised of: 


(X) CABLE, GROUND (15942) (0283-1-2221-2) 


5999-00-186-3912 (X) CLAMP, GROUND ROD (73616) (9592) 


IT. Total allowance for Hand Receipts. (a) Authorized per item for Hand Receipt Annexes. 
2с. Current operating allowance for Hand Receipts. (t) Total authorized for Hand Receipt Annexes. NO. OF PAGES 


UH dPvrl-8h7-S68S-7E WL 


GPO: 1971 467-266/1011 


ОА „8. 2062 cuRRENTASOF 25 May 1980 
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TM 32 


DATA ANALYSIS CENTRAL AN/TYQ 


1971 467-266/1011 


NO. OF PAGES 
GPO: 


С - Current operating allowance for Hand Receipts. (t) Total authorized for Hand Receipt Annexes. 


ITEM DESCRIPTION 


T - Total allowance for Hand Receipts. (a) Authorized per item for Hand Receipt Annexes. 


2 


AAL (Continued) 
(X) ROD, GROUND (73616) (9438) 


STOCK NO. 


5975-00-493-9672 


25 May 1980 


CURRENT AS OF 


By Order of the Secretary of the Army 


Е. С. MEYER 
General United States Army 
Official: Chief of Staff 
J. C. PENNINGTON 
Major Genenal, United States Army 
The Adjutant General 


# U.S. GOVERNMENT PRINTING OFFICE : 1980 O ~ 310-983 (9) 
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RECOMMENDED CHANGES TO EQUIPMENT TECHNICAL PUBLICATIONS 


SOMETHING WRONG WiTH ts РУВЫСАТЮМ? 


OPERATIONS SECTION “ 
375/5 ASA Co. 
ра и 7х 765949 


THEN. . JOT DOWN THE 
DOPE ABOUT IT ON THIS 
FORM, CAREFULLY TEAR IT 
OUT, FOLD IT AND DROP IT 

PUBLICATION TITLE 


IN THE MAIL! 
IM Í2-5f25-2/5-£9C | QT 7 ГРАС O -A 
BE EXACT. . PINPOINT. WHERE IT IS IN THIS SPACE TELL WHAT IS WRONG 

AND WHAT SHOULD BE DONE ABOUT IT: 


THE RATING FOR THIS STEP DOES NOT 
OUNT FOR THE OPERATIONAL 
CONDITION OF THE COUNTER OW 


PECOMMEND THIS STEP RATE THE 
SYSTEM RED WHEN THE COUNTER 15 
/NOPERATIVE SINCE THE EQUIPMENT 
CANNOT ACCOMPLISH ITS PRIMARY 

Mission: 


CHINGE INSTRUCTIONS TI READ 
“REPEAT STEP H FOR REMAINING 
TUNERS OF SYSTEM.” 


Á 
| айм 
PRINTED NAME, GRADE OR TITLE, AND TELEPHONE NUMBER с 
D A FORM 2028-2 PREVIOUS EDITIONS P.S.--IF YOUR OUTFIT WANTS TO KNOW ABOUT YOUR 
1 JUL 79 - ARE OBSOLETE. RECOMMENDATION MAKE A CARBON COPY OF THIS 


AND GIVE IT TO YOUR HEADQUARTERS. 


REVERSE OF DA FORM 2028-2 


FILL IN YOUR 
UNIT'S ADDRESS 


FOLO BACK 


POSTAGE AND FEES PAID 
DEPARTMENT OF THE ARMY 


DOD 314 


OFFICIAL BUSINESS 
PENALTY FOR PRIVATE USE $300 


Commander 

US Army Electronics Materiel Readiness Activity 
ATTN: SELEM-ME-E 

Vint Hill Farms Station 

Warrenton, Virginia 22186 
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RECOMMENDED CHANGES TO EQUIPMENT TECHNICAL PUBLICATIONS 


SOMETHING WRONG wir tas РУВИСАТОН? 


FROM: (PRINT YOUR UNIT'S COMPLETE ADDRESS) 
4 


| ма у, 
| чі аў 
№ы A 
PUBLICATION NUMBER PUBLICATION DATE PUBLICATION TITLE 
| TM 32-5895-248-14&P-HR 25 May 80 Data Analysis Central AN/TYQ-5 


BE EXACT. . .PIN-POINT WHERE IT 18 


THEN. . JOT DOWN THE 
DOPE ABOUT IT ON THIS 
FORM, CAREFULLY TEAR IT 
OUT, FOLD IT AND DROP IT 
IN THE MAIL! 


С 


D A FORM 2028-2 PREVIOUS EDITIONS P.S.-1F YOUR OUTFIT WANTS TO KNOW ABOUT YOUR 
13UL 79 ARE OBSOLETE. RECOMMENDATION MAKE A CARBON COPY OF THIS 
AND GIVE IT TO YOUR HEADQUARTERS. 
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REVERSE OF DA FORM 2028-2 


FILL IN YOUR 
UNIT'S ADDRESS 


FOLD BACK 


POSTAGE AND FEES PAID 
DEPARTMENT OF THE ARMY 


DOD 314 
US MAL 
AE 


OFFICIAL BUSINESS 
PENALTY FOR PRIVATE USE $300 


Commander 

U.S. Army Electronics Materiel Readiness Activity 
ATTN: SELEM-ME-E 

Vint Hill Farms Station 

Warrenton, Virginia 22186 


а u 777 


RECOMMENDED CHANGES TO EQUIPMENT TECHNICAL PUBLICATIONS 


SOMETHING WRONG wire тн РУВИСАТОН? 


FROM: (PRINT YOUR UNIT'S COMPLETE ADDRESS) 
| DOPE ABOUT IT ON THIS 


FORM, CAREFULLY TEAR IT 
at А OUT, FOLD IT AND DROP IT ! 
PUBLICATION NUMBER PUBLICATION DATE PUBLICATION TITLE 
g TM 32-5895-248-14&P-HR 25 May 80 Data Analysis Central AN/TYQ-5 


ВЕ EXACT. PIN-POINT WHERE IT IS B IN THIS SPACE TELL WHAT IS WRONG 


| AND WHAT SHOULD BE DONE ABOUT IT: 


PRINTED NAME, GRADE OR TITLE. AND TELEPHONE NUMBER SIGN HERE: 


D A FORM 2028-2 PREVIOUS EDITIONS P.S.-AF YOUR OUTFIT WANTS TO KNOW ABOUT YOUR 
1 JUL 79 ARE OBSOLETE. RECOMMENDATION MAKE A CARBON COPY OF THIS 
AND GIVE IT TO YOUR HEADQUARTERS. 


THEN. . JOT DOWN THE 


mn SEE “mman «выш “aa sm “s eee a w чі зато a a — FEAR ALONG PERFORATED LINE www “mm qwan ee ee ee ee es “mam URGE «илә a oe 


REVERSE OF DA FORM 2028-2 


FILL IN YOUR 
UNIT'S ADDRESS 


FOLD BACK 


POSTAGE AND FEES PAID 
DEPARTMENT OF THE ARMY 


DEPARTMENT OF THE ARMY 


DOD 314 


OFFICIAL BUSINESS 
PENALTY FOR PRIVATE USE $300 


Commander 

U.S. Army Electronics Materiel Readiness Activity 
ATTN: SELEM-ME-E 

Vint Hill Farms Station 

Warrenton, Virginia 22186 


зип 031ум01934 INOTV муз. 


RECOMMENDED CHANGES TO EQUIPMENT TECHNICAL PUBLICATIONS 


SOMETHING WRONG wire ms puLicarion? 


FROM: (PRINT YOUR UNIT'S COMPLETE ADDRESS) 


1 > 
«^ 
PUBLICATION NUMBER PUBLICATION DATE PUBLICATION TITLE 
TM 32-5895-248-14&P-HR 25 May 30 Data Analysis Central AN/TYQ-5 


BE EXACT. . PIN-POINT WHERE IT IS. | ui THIS SPACE TELL WHAT IS WRONG 


| | 


D A FORM 2028-2 PREVIOUS EDITIONS P.S.-1F YOUR OUTFIT WANTS TO KNOW ABOUT YOUR 
1 JUL 79 ARE OBSOLETE. RECOMMENDATION MAKE A CARBON COPY OF THIS 
AND GIVE IT TO YOUR HEADQUARTERS. 


THEN. . JOT DOWN THE 
DOPE ABOUT IT ON THIS 

FORM, CAREFULLY TEAR IT 
OUT, FOLD IT AND DROP IT 
LIN THE MAIL! 


REVERSE OF DA FORM 2028-2 


FILL IN YOUR 
UNIT'S ADDRESS 


FOLO BACK 


DEPARTMENT OF THE ARMY 


POSTAGE AND FEES PAID 
DEPARTMENT OF THE ARMY 
DOD 314 


OFFICIAL BUSINESS 
PENALTY FOR PRIVATE USE $300 


Commander 

U.S. Army Electronics Materiel Readiness Activity 
ATTN: SELEM-ME-E 

Vint Hill Farms Station 

Warrenton, Virginia 22186 
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COMMANDER 
US ARMY ELECTRONICS 
MATERIEL READINESS ACTIVITY 
WARRENTON, VIRGINIA 22186 


OFFICIAL BUSINESS 
PENALTY FOR PRIVATE USE, $300 


= 


POSTAGE AND FEES PAID 
DEPARTMENT OF THE ARMY 
DoD-314 


В COMMANDER POSTAGE AND FEES PAID 
US ARMY ELECTRONICS DEPARTMENT OF THE ARMY 
MATERIEL READINESS ACTIVITY DoD-314 

WARRENTON, VIRGINIA 22186 


OFFICIAL BUSINESS 
PENALTY FOR PRIVATE USE, $300 


[ E 


PIN: 046117-000 


